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The Mint of the United States at Philadelphia, 

Superintendent’s Office, 

April 3, 1893 

M.H. Cobb, Chief Clerk. 

Sir. I respectfully report the destruction this P.M. of thirty two Columbian half dollar 
dies, 16 obverse and 16 reverse. 

Very respectfully 
Jno. C. Nunterson 



